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line, the slope of which gives the value of the constant m and the intercept on the axis of CA2 the value of P.
In Figure 12 are shown plots of Equation 14 for a number of organic electrolytes dissolved in hydrobromic and in hydriodic acids and in
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FIG. 12.   Illustrating the Applicability of Equation 11 to Solutions of Binary Electrolytes in Solvents of Low Dielectric Constant.
hydrogen sulfide. These solutions are well adapted to the purpose of testing the applicability of the equation, since the ionization of electrolytes in these solvents is extremely low. It is evident that, except in the case of a few very concentrated solutions, the equation holds within the limits of experimental error. The curves, in general, have approximately